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63 BEDFORD ROAD TEX ROX 
PLEASANTVILLE, N. Y. invoice N® 338 RF 
FOIAb3a 
CUSTOMER'S ORDER NO. CONTRACT NO. — —_4 INVOICE DATE September 30, 1957 
SALES ORDER NO.) 32) 
SHIPPED TO: 
Commanding Officer FOIAbSa _ Transportation Officer 
soLD — Headquarters Detachment Cameron Station 
TO Alexandria, Virginia 
M/F ‘Commariding Officer M/F PC210FAK 
fies Equip. a d.Unit # 1 8708 Administrative 
TERMS: NET 30 DAYS; PAYABLE AT PAR IN NEW YORK FUNDS hee... nib lot #3712 Neg Wave 
- @ 3 
: DATE sHIPPED 1/5/57 SHIPPING ORDER NO. 13575 VIA Asn pe ror es ~ = 
ITEM NO. QUANTITY PART NO. DESCRIPTION UNIT PRICE AMOUNT 
23 Zz 105=151-1 Connector, Panel Jack (13 Pl, 67s) 2.04 | 2.04 ~ 
2h h 130«2-IN23D Diode Tube 3.55 1,20" 
27 1 130=8-1 Klystron 292498 292.987 
28 1 130~2=5725/6ASOW/6187 Tube 76 4.76 
29 3 130=2~5726/6A15W/6097 Tube 1.94 5,02 
30 2 130=2=5751WA Tube 3492 728 7 
31 3 130~2-5814WA Tube 9.32 27296 * 
32 2 130=2-6AU6WA Tube 2450 5.00 
a3 1 130-2-6336 Tube 18.6h 18.64 
3hel a 159-1-1 Synchroverter 88.78 88.78 
Soak 2 6411-2), Magnetron 852,28 1,704.56 
a $ 3,903.90 # 
I certify that the above bill is correct and just and 
that payment therefor has not been received, 
FOIAb3b 


Promaesansn mame 


SELLER REPRESENTS THAT WITH RESPECT TO THE PRODUCTION OF THE ARTICLES AND/OR. THE PERFORMANCE OF THE SERVICES COVERED 
BY THIS INVOICE, IT HAS FULLY COMPLIED WITH SECTION 12 (A) OF THE FAIR LABOR STANDARDS ACT OF 1938, AS AMENDED. 


ALL CLAIMS OR ALLOWANCES MUST BE MADE WITHIN FIVE DAYS AFTER RECEIPT OF GOODS 
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63 BEDFORD ROAD 
. PLEASANTVILLE, N. Y. Invoice N® 16902 
FOIAb3a 
CUSTOMER'S ORDER NO. CONTRACT NO. a INVOICE DATE September 30, 1957 
FOIAb3a SALES ORDER NO. } 32) . 


SHIPPED TO: 


rer Officer Transportation Officer 
sop Headquarters Detachment Cameron Station 
a6 Alexandria, Virginia 
M/F! Commanding Officer M?F PC~210FaK 
Es Equip. Mod. Unit #1 8708 Administrativ 
roe * Ups, dob. ¢ pedo New York 


VIA Air Express - Prepaid 


TERMS: NET 30 DAYS; PAYABLE AT PAR IN NEW YORK FUNDS 


L/5/57 


DATE SHIPPED SHIPPING ORDER NO. 13575 


ITEM NO. QUANTITY PART NO. DESCRIPTION UNIT PRICE AMOUNT 
ee P Contract Item # 6 

: PC=210 Flyaway Spare Parts Kit 
h1 2 123=5=1 Azimuth Synchro (Kearfott R500-1A) 172.8 | $ 345270 “ 
he 4 117-123 Synchro Motor 87.01 87.01” 
3 ag 6010=)6 Synchro Motor-Generator 03.78 103.78 
nn 1 13082 ~3H29 Vacuum Tube 20.41 Oeil * 
6.1 1 105-122-022 Connector 7285 785 - 
hi? 1 11-5-1 Lamp 058 058 7 
L8 1 122m161 Switch 265), 265h7 
ho : 122-10=7 Switch 2.60 2.60 ” 
53 1 121-0558-1L Potentiometer 90.77 90.77 % 
Sh 1 123~9=1 Synchro 166.8 166.18 ” 
56 1 118-3h-1 Connector, Klystron Plug 208 08 v 
58 Bas 1)6-108-1 Transformer 60.31 60.31 
59 1 5132=71 Transformer 14. 7h tf 
60 1 110~12=1 Noise Generator 59.98 59.98 ~ 
61 i; 119=35= Relay, Time Delay (GVControls KRF60) 21.02 21.027 
6h, dl. 1)6-LO06=1 Transformer 32453 32.537 
65 it 10l—0639-2 Capacitor 5.68 5.68 “ 
66 1 10-0621 Capacitor 500 5.00 “ 
67 1 120-1536-l)1 Resistor +56 286 
68 1 6112=28 Switch 139.87 139.87 ” 
69 1 105-15)-1 Connector 13,51 13517 
re a 120-10-2735 Resistor 007 207 ~ 
72 a 6411-78 Cable Assy 18.83 18,83 ~ 
73 1 6411-79 Cable Assy 21.6), 21.6 
10 2 119-20-1 Relay 28.10 56480 
11 2 119=3-1 Relay 18.97 379 
12 1 1302-30633 Tube 23.96 23296 7 
13 L 130=LO-1 Tube 28,0 28.0 ~ 
1h 2 130=2=5670WA ‘ube 9,06 18,12 °° 
15 a 130=2-5687 - Tube 8.89 8,89 - 
18 1 105~123-520 Connector 5eT7 Sell 7 
19 Z KO2=19=20PN Connector (Cannon) (GPI# 105-122-020) 5.2h Beek 7 
21 1 105-122-030 Connector 6.61 6.61 ” 
22 ii 6hy11-))) Connector 17.75 17.75 ¢ 


SELLER REPRESENTS THAT WITH RESPECT TO THE PRODUCTION OF THE ARTICLES AND/OR THE PERFORMANCE OF THE SERVICES COVERED 
BY THIS INVOICE, IT HAS FULLY COMPLIED WITH SECTION 12 (A) OF THE FAIR LABOR STANDARDS ACT OF 1938, AS AMENDED. 


ALL CLAIMS OR ALLOWANCES MUST BE MADE WITHIN FIVE DAYS AFTER RECEIPT OF GOODS 
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